
Sun, Cdied, WntaL 


U.S. Highways 66 and 89 ... In the Center of 
WILLIAMS, ARIZONA 
Reservations Telephone 257 
Tiled Baths, Tubs and Showers . . . Cross Ventilation 
Individually Controlled Heat.. . . Wall to Wall Carpeting 
J. H. Venable and Son 
Owners and Operators 




PHOTO, ART WORK & PRODUCED BY DOUGLAS R. SMITH 
422 WASHINGTON BUILDING 5. 0. C. 
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U.S. HIGHWAYS 66 and 89 


Gateway to Grand Canyo/i 
* In The Center Of 


WILLIAMS, ARIZONA 














